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Ø0.375 
REF 


90.259 
REF 


NOTES: 

1) MATERIAL: 6061-T6 OR 6061-T62 ALUMINUM SEAMLESS TUBING 0.375" OD x 0.058" WALL 
PER WW-T-700/6 OR AMS 4080 OR AMS 4082 OR QQ-A-200/8 OR QQ-A-225/8 
OR ASTM B210 OR ASTM B241 (REF DART SPEC. M6061T0.313W.058) 

2) FINISH: NONE 

3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED 

4) UNITS: INCHES UNLESS OTHERWISE NOTED 

5) BREAK SHARP EDGES: 0.005 TO 0.010 MAX 

6) IDENTIFICATION: NONE 

7) WEIGHT: 0.02 Ibs 


D3903-1 SPACER 


D 
B2-1 
DETAIL A 
C 
0.030 x 45° 
CHAMFER 
TYP 
DETAIL A c3-1 B 
SCALE 2X 
SEJ EA 
iz ÅS 
NA 
| B | CORRECT TYPO $0.375 WAS Q0.313 (ZN A6-1) RF 09.06.30 
NEW ISSUE RF 09.03.30 
DART AEROSPACE USA, INC. | 
DRAWN PORT HADLOCK, WA 
CHECKED Pi DRAWING NO. REV. B 
MFG. APPR. Z AA, |D3903 SHEET 10F 1 
APPROVED | AAMA |TTE 
DEAPPR. | A SPACER 


COPYRIGHT O 2009 BY DART AEROSPACE USA, INC. 
THIS DOCUMENT IS PRIVATE AND CONFIDENTIAL AND IS SUPPLIED ON THE EXPRESS CONDITION THAT IT IS 
NOT TO BE USED FOR ANY PURPOSE OR COPIED OR COMMUNICATED TO ANY OTHER PERSON WITHOUT 
WRITTEN PERMISSION FROM DART AEROSPACE USA. INC. 


DATE 09.06.30 


